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UNCLASSIFIED 

PAGE 01 ATHENS 03715 161457Z 
43 

ACTION AID-59 

INFO OCT-01 EUR- 1 2 ISO-OO FDRE-00 SSO-OO IGA-02 EB-07 L-03 

AGR-10 /094W 

107874 

O 161331Z APR 76 
FM AMEMBASSY ATHENS 
TO SECSTATE WAHDC IMMEDIATE 3813 
INFO SECDEF WASDC IMMEDIATE 
AMCONSUL FRANKFURT IMMEDIATE 

UNCLAS ATHENS 3715 

EO 11652 NA 
TAGS EAID, SWEL, LE 

SUB J : LEBANESE DISASTER RELIEF-MEDICAL SUPPLIES 
REFS A. STATE 89266, B. SECDEF 1523 19Z APR 76 C. STATE 91626 

1 . PER REFTEL A. ATHENS PROCURED SIX CYLINDRS NITROUS 
OXIDE AND DELIVERED TO 7206TH AIR BASE FOR SHIPMENT 
BEIRUT VIA MAC. 

2. COST AS FOLLOWS: 6 EMPTY CYLINDERS X 6500 DRACHMAS - 
39000 DRACHMAS, CONTENTS 6 BY 35 KGS. BY 120 DRACHMAS - 
25200 DRACHMMAS, LOCAL SERVICES 800 DRACHMAS, TOTAL 
6500 DRACHMAS OR ABOUT $1800(DOLLAR RATE 36.40 DRACHMAS). 

3. IN VIEW OF ABOVE EXPENSES AND WORK INVOLVED REQUEST 
OBTAIN AUTHORIZATION FROM DOD TO USE MIILITARY AIRLIFT, 
PER REFTEL B. PARA 4. 

4. AMCONSUL FRANKFURT SHOULD BE ADVISED ACCORDINGLY. 
STEARNS 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ATHENS03715 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760145-0191 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760455/aaaabugt.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JUL 2004 by SilvaL0>; APPROVED <15 SEP 2004 by oatisao 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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